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Message Text 


CONFIDENTIAL 

PAGE 01 OTTAWA 01558 282050Z 

66 

ACTION SS-25 

INFO OCT-01 ISO-OO /026 W 

081862 

R 282027Z APR 75 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 6274 
INFO AMEMBASSY BONN 
USMISSION IAEA VIENNA 

CONFIDENTIAL OTTAWA 1558 

EXDIS 

EO 11652 GDS 

TAGS TECH PARM GW IN CA 

SUBJ NUCLEAR-RELATED EXPORTS FROM FRG TO INDIA 
REF BONN 6456 AND 16577; STATE 12749, 260122 AND 222893. 

1. IN CONNECTION WITH DISCUSSION ON APRIL 28 EXTAFF OFFICER 
RESPONSIBLE FOR SAFEGUARDS RAISED SUBJECT COVERED IN STATE AND 
BONN REFTELS. EXTAFF OFFICER EXPRESSED HOPE THAT FRG 

FONOFF WOULD STAND FIRM AND THAT IN CASE THERE WAS EVIDENCE 
OF WAIVERING, WE COULD APPROPRIATELY COORDINATE WHATEVER APPROACH 
APPEARED IN ORDER TO BOLSTER GERMAN RESOLVE TO DENY EXPORT. 

2. EMBASSY OTTAWA WOULD ALSO APPRECIATE INDICATION OF 
INFORMATION WHICH WE MAY BE AUTHORIZED TO DISCUSS WITH GOC ON 
CONFIDENTIAL BASIS. 

JOHNSON 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: Z 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, EXPORTS, NUCLEAR SAFEGUARDS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 APR 1975 
Decaption Date: 28 MAY 2004 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975OTTAWA01558 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7501 49-0206 
From: OTTAWA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 975041 1/aaaaakev.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SS 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: EXDIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: EXDIS 

Reference: 75 BONN 6456, 75 AND 16577, 75 STATE 12749, 75 260122, 75 AND 222893 

Review Action: RELEASED, APPROVED 

Review Authority: GolinoFR 

Review Comment: n/a 

Review Content Flags: 

Review Date: 07 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 APR 2003 by BoyleJA>; APPROVED <08 APR 2003 by GolinoFR> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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